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The subject idea together with the samples supplied by the 
inventor were forwarded to Dr. R. B. Solignan in New York 
for evaluation by the Market Research Department. They 
indicated no interest in the concept; accordingly, I 
recommended that this idea be rejected. 

Please note that Dr. Seligman has returned the supplied 
materials to Kay Kcgney. 
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